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IRRIGATION AND POWER DEPARTMENT 


The 12th /14th March , 1999 


No. 5/2/87-1MI& P. — The Governor of Haryana is pleased to remove the following men 
bers from the Haryana State Electricity Consiltative Council of the Haryana State Electri 
city Board with immediate effect : 


1. Shri Varinder Singh , Sarpanch , 

V. and P. O. Chanot, Tehsil Palwal, 
District Faridabad. 


2. Shri Badan Singh , Sarpanch , 

V. and P. O. Petwar, Tehsil Hansi, 
District Hissar . 


3. Shri Kali Ram Harijan , 

V. and P. O. Narnaul, Tehsil Hansi, 
District Hissar . 


4. Shri Malkiat Singh , 

V. and P. O. Saha , District Ambala . 


5. Smt. Krishna Gahlawat, c/o Ch . Risal Singh . 

641/20 D. L. F. Chowk , Rohtak . 


6. Shri Gurbachan Singh , 

V. and P. O. Pali , District Hissar . 
7. Shri Vinod Kumar , 

V. and P.O. Lohari Ragho , District Hissar . 


H , D , BANSAL, 


Financial Commissioner & Secretary to Government, Haryana , 

Irrigation and Power Departments , 


WILD LIFE PRESERVATION DEPARTMENT " 


The 12th March , 1990 


No: 791- ft- V - 93 /6379. - The Governor of Haryana is pleased to notify the 

to notify the result of the 
Departmental Examination of the officials of the Wild Life Preservation Departmeat, Haryana 
held in the month of December , 1989 as under : 


Sr. No. 


Name of the official 


Subject: 


Result 


Fail 


1. Shri Attar Singh , Wild Life 

Inspector 


Accounts and Depart 
mental rules 


" j 


Ditto 


Pass 


2. Shri Shyam Sunder , Wild Life 

Inspector 


Ditto 


Fail 


3. Shri Ram Kumar Malik Wild 

Life Inspector 


R. S. KAILEY , 


Chandigarh dated 
the 21st August , 1990 . 


Commissioner & Secretary to Government , Haryana , 

Wild Life Preservation Department , 


